ee 


OE re ee BR RE SE BS Se a eS Se eee 


Se es 


. ace e 4 


: lasieeaiaeeeannodaiaimaimmmamaatal PARE Meqiaretees ya. 2 bef air Chir ded Dr Overa ah eae” gi ances eh _ 

fi if ‘Df COTRATICS 127 TRPNGADPBNSNOB79ROG41 100050141-3 ie 
487.. COMMERCIAL STREET,. 4 DAVENPORT 6-6496 
PALO ALTO, CALIFORNIA T.W.X. PAL. AL. 78 


wey aspen 


SHIPPED TO 
=] STATINTL 


STATINTL 


be | 


YOUR ORDER NO. DATE RECEIVED | ~~OREPRESENTATIVE. ~*| ~~~ ~'INVOICE DATE. 18 
| iF t 863~9) 8-16-61 Kioxon - | 3-28-6) 
Yi a ana ee ie en i nes 
| SUBJECT TO THE RESALE [] TAXABLE 
| O o VIA AE Pred Fevsele | suippinc cHarce 
' RENEGOTIATION ACT PERMIT NO. B/L WATION FY 
PREPAID [jg COLLEC F (J nee 
| YES NO Cy U.S. GOV'T OUT OF STATE DATE _ SPREE : : | SHIPP NG POIN + 
i} QUANTITY 7 : 7 BACK | QUANT. |W iT sine 
ORDERED ecabehe ears | ORD’D | SHIPPED | PIECE UHT 
2 MLPMED Rodel 507 Nlcromave dog) ti ier 2 9 
t SAPVED Node! 501 Nicrowave Arp! i‘ ter 1 3 
{ MFR Rodel 5-6752 Microwave Amplifier i 2 
} ALFRED Nadel 605 Hicrowave Oscillator, Serlal #199 9 } J7e 5.05 i aif 
1 ALFRED Nadel GA-208 Hicrwmave Fluy-in Generator Head 
Serial #289 9 t 16S). 08 Mid | 
' ALFRED Model GA-102 Pleg-in Geserstor Head, Serial 
#290 o 1 FS ice. Hhet a 
: ik 
| 
——_| A . eae Mate es _ 
CAUTION: In case of apparent shortage or breakage, hold We hera se certify that these gdods sadiae services We certify that the above bill -- ce i and jit 
all cases and packing material. were produced in compliance with all applicable and that payment th reter has ror i recei/e ., 


requirements ot the Fair Labor Standards Act of 


CLAIMS: have carrier’s agent inspect, then notify us and 
1938, as amended. By 


we will co-operate fully toward satisfactory adjustment. 
Refer to above invoice number, 


APPrORBERS OARS asel20 10 D2 TEMS AROREPBOOGTAROO Ot GOTO 148 THORIZATION 
PLEASE PAY FROM THIS INVOICE. NO STATEMENT RENDERED UNLESS REQUESTED. 


